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RBE-350HYD 


CMALE QUICK CONNECT 


NOTE: 

FOR CALIBRATION: 

1. REPLACE SCHRADER VALVE ASSEMBLY WITH 
MALE QUICK CONNECT. 

2. CALIBRATE GAUGE. 

3. REASSEMBLE WITH SCHRADER VALVE ASSEMBLY 
USING APPROPRIATE THREAD SEALANT. 
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